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WASHINGTON, D. C 
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? 
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1 June 1945 


SUBJECT: Transmittal of Monthly Progress Report 

TO: Chairman, Joint Intelligence Study Publishing Board, 

La Salle Building 
1034 Conneotiout Avenue, N, W. 

Washington, D, C, 


There is forwarded herewith for your information one (1) 
oopy of Monthly Progress Report No* 43 showing the status of 
work in the Strategic Intelligence Branch, MID, Qffioe, Chief 
of Engineers* 

FOR THE CHIEF OF ENGINEERS: 


1 Inol 

1 Cy of Monthly Progress 
Report No. 43 



JONES 

Major, HJorps of Engineers 
Assistant Chief, Military 
Division 
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